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223

Modification of the method described in Table VI as
applied to the separation of platinum, gold, selenium, tel-
lurium, arsenic, and molybdenum.*

The filtrate from the E^PtCle (see previous page) should
be made faintly alkaline with NaOH and the Au precipi-
tated either by B^Cb or by acidifying with oxalic acid and
warming. The Se is precipitated as in Table VI.

Treat filtrate with Na2SO3-f-KI.
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Te                                                       Treat by boiling to remove the S02, by

H20s to break up the iodide, by boiling
to remove iodine, by excess of NaOH
and HaOa to oxidize the -arsenic to
arsenate, by acidifying to remove ex-
cess of NaOH, by NBUOH and MgCl2
mixture, and filtration.

NH4MgAs04

Confirm by AgNQg, forming
red-brown Agj)As04.

Test for Mo by  KSCN and
ZnmHCL   Red Mo(SCN)4.

* Browning, Simpson and Porter, Am. Jour. ScL XL, 349; XLII, 106.